"'J' 


Date: 
" 
Us!,: 
J 


Thursday, 04/12/2008 9:47:38 AM 


Julie 
Dawson 
Process Sheet 


Dart Aerospace Ltd. 
I 


Written By 


Checked & Approved By 
Comment 


Customer 
'''... 
Job Number 


Estimate Number 


P.O.Number 
This Issue 
Prsht Rev. 
First Issue 


Previous Run 


: CU-OAR001DartHelicoptersServices 
: 43905 
: 12407 


: 04/12/2008 
S.O. No. 


: NC 


: 
1 1 
Type: 
SMALLIMEOFAB 
: 43897 


:-aQ 
O~ 
J'J"QLJ_ 
: Est Rev:A New Issue 06-05-05 JLM 


Est Rev:B As per RevB 06-08-31 JLM 


Drawing Name 


Part Number 
Drawing Number 


Project Number 
Drawing Revision 
Material 
Due Date 


: CABLEGUARD 


: 03499042 
: 03499 REV B 
: NIA 
:B 


: 12/01/2008 
Qty: 


Additional Product 


Job Number: 


1I11II11111111111111111111111111111 


1111111111111111111111111 


Form: rprocess 


111111111111111 


BOLT 


Placard 


Plastic Cable Guard 


Description: 


Mounting Plate 
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Tolal: 
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Tolal: 
'-4.0000 Each(s) 


Tolal: 
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DART AEROSPACE USA, INC. 
PORT HADLOCK, 
WA 
DART,.. 


A 
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06.08.15 


06.04.11 


06.08.15 


DRAWING 
NO. 
03499 


TITLE 
CABLE GUARD 


NEW ISSUE 


RE-DESIGN 
D3499-2F/-3 


REV.B 


SHEET 
1 OF 4 


SCALE 


1:4 


AN3C6A 
BOLT 11 
NAS1515H3L 
WASHER 
1 
AN960C10L 
WASHER 
2 
MS21 043-3 NUT 
1 
(3 PLACES 


03499-3 
PLASTIC 
GUARD 
(1) 


AN960C10L 
WASHER 
(REF) 
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03499-042 CABLE GUARD ASSEMBLY 


AN3C5A 
BOLT (1) 
NAS1515H3L 
WASHER 
(1) 
AN960C1 OL WASHER 
(2) 
MS21 043-3 
NUT (1) 
(TYP BOTH ENDS) 


51.00 
(REF) 


SHOP COpy 


RETURN TO 
--rENGINEERING 
1.eNebNTROLLED 
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NOTI 
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NOTES: 


1) TOLERANCES 
ARE PER DART 
UNLESS 
OTHERWISE 
NOTED 
2) ALL DIMENSIONS 
ARE IN INCHES 
3) BREAK ALL SHARP 
EDGES 
0.005 TO 0.010 


QTY 
PIN 
DESCRIPTION 
-042 
X 
03499-042 
CABLE GUARD ASSEMBLY 


1 
03499-2 
MOUNTING PLATE 
1 
03499-3 
PLASTIC GUARD 
2 
03499-5 
PLACARD 


2 
AN3C5A 
BOLT 
3 
AN3C6A 
BOLT 
10 
AN960C10L 
WASHER 
5 
MS21043.3 
NUT 
5 
NAS1515H3L 
WASHER 
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